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ge? 
: ord 
Kl - K4.. Level relays - controlled by .0B1-0OB4 when K10 is en’, 
KS 5th level. relay - controlled by OB5. when K10 is en. 
: (1). Numeric - unconditional 
(2) -Alpha = - only. at: OY+0H time 
. (i,e..lst extraction in. OB' s)- 
K6 ine ‘Storés level 1 of first extraction in. Alpha mode. 
coils. Kl0+K8*(K5:KL + K5:K6) 
pick hold 
c K7 | _ Stores level 2 of first. extwaction in..Alpha mode. 
coil: - K10+#K8>(K5-K2 + K5°K7) 
pick hold 
. K8,_13 | "AN' (Alpha mode) relay - follows AS flip-flop. 
KQ “TYPE PULSE relay - "execute" relay; probes decoder to activate key 
solenoid at OY+OE+0D time | 
‘K10 TYPE. relay - goaceted: when oC s =.1000, 1001,.or BOM: Applies 


+160 to most circuits. 


-KLIA “nergizes ‘MGARRIA a UE seatenodds 
coils. : 


pick ~| ‘hold 


- KLIB Change state of K11A (hence "CARRIAGE" up/down). 
coil: :K8+SHIFT. INPUT: (K5+K3+K11A + K5+K3-K11A + spec. char + KLIB) - 
| | pick hold 


2d G,.D |Special character davercape (ice. delay. for "CARRIAGE" shift). ; 
coil: K8*K10-K11A | 


